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COMMISSION ELECTROTECHNIQUE INTERNATIONALE 


SYSTEME DE MAGNETOSCOPE A CASSETTE 
A BALAYAGE HELICOIDAL UTILISANT LA BANDE MAGNETIQUE 
DE 12,65 mm (0,5 in) DE FORMAT VHS - 

Partie 2: Enregistrement audio MF 


AVANT-PROPOS 

1) La CEI (Commission Electrotechnique Internationale) est une organisation mondiale de normalisation composee 
de I'ensemble des comites electrotechniques nationaux (Comites nationaux de la CEI). La CEI a pour objet de 
favoriser la cooperation Internationale pour toutes les questions de normalisation dans les domaines de 
I'electricite et de I'electronique. A cet effet, la CEI, entre autres activites, publie des Normes internationales. 
Leur elaboration est confiee a des comites d'etudes, aux travaux desquels tout Comite national interesse par le 
sujet traite peut participer. Les organisations internationales, gouvernementales et non gouvernementales, en 
liaison avec la CEI, participent egalement aux travaux. La CEI collabore etroitement avec I'Organisation 
Internationale de Normalisation (ISO), selon des conditions fixees par accord entre les deux organisations. 

2) Les decisions ou accords officiels de la CEI concernant les questions techniques represented, dans la mesure 
du possible, un accord international sur les sujets etudies, etant donne que les Comites nationaux interesses 
sont represents dans chaque comite d’etudes. 

3) Les documents produits se presented sous la forme de recommandations internationales. Ils sont publies 
comme normes, specifications techniques, rapports techniques ou guides et agrees comme tels par les Comites 
nationaux. 

4) Dans le but d'encourager I'unification internationale, les Comites nationaux de la CEI s'engagent a appliquer de 
fapon transparente, dans toute la mesure possible, les Normes internationales de la CEI dans leurs normes 
nationales et regionales. Toute divergence entre la norme de la CEI et la norme nationale ou regionale 
correspondante doit etre indiquee en termes clairs dans cette derniere. 

5) La CEI n’a fixe aucune procedure concernant le marquage comme indication d’approbation et sa responsabilite 
n'est pas engagee quand un materiel est declare conforme a I'une de ses normes. 

6) L’attention est attiree sur le fait que certains des elements de la presente Norme internationale peuvent faire 
I'objet de droits de propriete intellectuelle ou de droits analogues. La CEI ne saurait etre tenue pour 
responsable de ne pas avoir identifie de tels droits de propriete et de ne pas avoir signale leur existence. 

La Norme internationale CEI 60774-2 a ete etablie par le sous-comite 100B: Systemes de 
stockage d’informations multimedia, video et audio, du comite d'etudes 100 de la CEI: 
Systemes et appareils audio, video et multimedia. 

Cette premiere edition de la CEI 60774-2 annule et remplace la CEI 61054, parue en 1991, 
dont elle constitue une revision technique. 

Le texte de cette norme est issu des documents suivants: 


FDIS 

Rapport de vote 

100B/234/FDIS 

100B/246/RVD 


Le rapport de vote indique dans le tableau ci-dessus donne toute information sur le vote ayant 
abouti a I'approbation de cette norme. 

Cette publication a ete redigee selon les Directives ISO/CEI, Partie 3. 


L’annexe A fait partie integrante de cette norme. 
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INTERNATIONAL ELECTROTECHNICAL COMMISSION 


HELICAL-SCAN VIDEO TAPE CASSETTE SYSTEM 
USING 12,65 mm (0,5 in) MAGNETIC TAPE ON TYPE VHS - 

Part 2: FM audio recording 


FOREWORD 

1) The IEC (International Electrotechnical Commission) is a worldwide organization for standardization comprising 
all national electrotechnical committees (IEC National Committees). The object of the IEC is to promote 
international co-operation on all questions concerning standardization in the electrical and electronic fields. To 
this end and in addition to other activities, the IEC publishes International Standards. Their preparation is 
entrusted to technical committees; any IEC National Committee interested in the subject dealt with may 
participate in this preparatory work. International, governmental and non-governmental organizations liaising 
with the IEC also participate in this preparation. The IEC collaborates closely with the International Organization 
for Standardization (ISO) in accordance with conditions determined by agreement between the two 
organizations. 

2) The formal decisions or agreements of the IEC on technical matters express, as nearly as possible, an 
international consensus of opinion on the relevant subjects since each technical committee has representation 
from all interested National Committees. 

3) The documents produced have the form of recommendations for international use and are published in the form 
of standards, technical specifications, technical reports or guides and they are accepted by the National 
Committees in that sense. 

4) In order to promote international unification, IEC National Committees undertake to apply IEC International 
Standards transparently to the maximum extent possible in their national and regional standards. Any 
divergence between the IEC Standard and the corresponding national or regional standard shall be clearly 
indicated in the latter. 

5) The IEC provides no marking procedure to indicate its approval and cannot be rendered responsible for any 
equipment declared to be in conformity with one of its standards. 

6) Attention is drawn to the possibility that some of the elements of this International Standard may be the subject 
of patent rights. The IEC shall not be held responsible for identifying any or all such patent rights. 

International Standard IEC 60774-2 has been prepared by subcommittee 100B: Audio, video 
and multimedia information storage systems, of IEC technical committee 100: Audio, video and 
multimedia systems and equipment. 

This first edition of IEC 60774-2 cancels and replaces IEC 61054, published in 1991, and 
constitutes a technical revision. 


The text of this standard is based on the following documents: 


FDIS 

Report on voting 

100B/234/FDIS 

100B/246/RVD 


Full information on the voting for the approval of this standard can be found in the report on 
voting indicated in the above table. 

This publication has been drafted in accordance with the ISO/IEC Directives, Part 3. 


Annex A forms an integral part of this standard. 
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La CEI 60774 est composee de plusieurs parties presentees sous le titre general: Systeme de 
magnetoscope a cassette a balayage helicoi'dal utilisant la bande magnetique de 12,65 mm 
(0,5 in) de format VHS: 

Partie 1: Systeme de cassette video VHS et VHS compacte; 

Partie 2: Enregistrement audio MF; 

Partie 3: S-VHS. 

Le comite a decide que cette publication reste valable jusqu’en 2005. 

A cette date, selon decision prealable du comite, la publication sera 

• reconduite; 

• supprimee; 

• remplacee par une edition revisee, ou 

• amendee. 
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IEC 60774 consists of several parts under the general title: Helical-scan video tape cassette 
system using 12,65 mm (0,5 in) magnetic tape on type VHS: 

Part 1: VHS and compact VHS video cassette system; 

Part 2: FM audio recording; 

Part 3: S-VHS. 

The committee has decided that this publication remains valid until 2005. 

At this date, in accordance with the committee’s decision, the publication will be 

• reconfirmed; 

• withdrawn; 

• replaced by a revised edition, or 

• amended. 



-8- 


60774-2 ©CEL1999 


SYSTEME DE MAGNETOSCOPE A CASSETTE 
A BALAYAGE HELICOIDAL UTILISANT LA BANDE MAGNETIQUE 
DE 12,65 mm (0,5 in) DE FORMAT VHS - 

Partie 2: Enregistrement audio MF 


1 Domaine d’application 

La presente partie de la CEI 60774 s’applique a I’enregistrement audio en modulation de 
frequence (MF) qui est totalement compatible avec le systeme VHS defini dans la CEI 60774-1. 

L’objet de cette norme est de definir les caracteristiques electriques et mecaniques des 
enregistrements audio MF qui permettent I’interchangeabilite des cassettes enregistrees. Les 
caracteristiques donnees concernent les systemes 525 lignes-60 trames et 625 lignes-50 
trames. 


2 References normatives 

Les documents normatifs suivants contiennent des dispositions qui, par suite de la reference 
qui y est faite, constituent des dispositions valables pour la presente partie de la CEI 60774. 
Pour les references datees, les amendements ulterieurs ou les revisions de ces publications ne 
s’appliquent pas. Toutefois, les parties prenantes aux accords fondes sur la presente partie de 
la CEI 60774 sont invitees a rechercher la possibility d'appliquer les editions les plus recentes 
des documents normatifs indiques ci-apres. Pour les references non datees, la derniere edition 
du document normatif en reference s’applique. Les membres de la CEI et de I'lSO possedent 
le registre des Normes internationales en vigueur. 

CEI 60774-1:1994, Systeme de magnetoscope a cassette a balayage helicoidal utilisant la 
bande magnetique de 12,65 mm (0,5 in) de format VHS - Partie 1: Systeme de cassette video 
VHS et VHS compacte 


3 Methode d’enregistrement 

La methode specifie les signaux d’enregistrement audio par modulation de frequence. 

Le signal audio est enregistre en couche basse de la bande magnetique, dans la zone des 
pistes video, avant I’enregistrement video, avec des tetes supplementaires placees sur le 
tambour commun de rotation video. Les signaux video sont enregistres en couche externe, 
conformement a la CEI 60774-1 (systeme d’enregistrement a des profondeurs multiples). 

Les tetes audio et video ont des angles d’azimut d’inclinaison differents pour eviter les 
influences mutuelles entre signaux video et audio. 


4 Configuration mecanique 
4.1 Disposition des pistes audio MF 

Les pistes audio MF sont situees au centre des pistes video, comme cela est illustre a la 
figure 1. Les dimensions doivent etre conformes au tableau 1. 
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HELICAL-SCAN VIDEO TAPE CASSETTE SYSTEM 
USING 12,65 mm (0,5 in) MAGNETIC TAPE ON TYPE VHS - 

Part 2: FM audio recording 


1 Scope 

This part of IEC 60774 is applicable to frequency modulation (FM) audio recording fully 
compatible with the VHS system defined in IEC 60774-1. 

The object of this standard is to define the electrical and mechanical characteristics of FM 
audio recording which will provide for the interchangeability of recorded cassettes. The 
requirements given relate to 525 line-60 field and 625 line-50 field systems. 


2 Normative references 

The following normative documents contain provisions which, through reference in this text, 
constitute provisions of this part of IEC 60774. For dated references, subsequent amendments 
to, or revisions of, any of these publications do not apply. However, parties to agreements 
based on this part of IEC 60774 are encouraged to investigate the possibility of applying the 
most recent editions of the normative documents indicated below. For undated references, the 
latest edition of the normative document referred to applies. Members of IEC and ISO maintain 
registers of currently valid International Standards. 

IEC 60774-1:1994, Helical-scan video tape cassette system using 12,65 mm (0,5 in) magnetic 
tape on type VHS - Part 1: VHS and compact VHS video cassette system 


3 Recording method 

The method of recording audio signals by frequency modulation is specified. 

The audio signal is recorded in the deep layer of the magnetic tape in the video track area prior 
to the video recording, with additional audio heads mounted on the common video rotating 
drum. The video signal is recorded on the surface layer according to IEC 60774-1 (depth- 
multiplex recording system). 

The audio and video heads have different inclined azimuth gap angles in order to prevent 
mutual influences between audio and video signals. 


4 Mechanical configuration 
4.1 FM audio track pattern 

The FM audio tracks are located in the centre of the video tracks as shown in figure 1. The 
dimensions shall be in accordance with table 1. 
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Tableau 1 - Dimensions de la piste audio MF 



525 lignes-60 trames 

625 lignes-50 trames 

A,, A 2 

Min. 0,010 mm 

Min. 0,008 mm 

Max. 0,029 mm 

Max. 0,0245 mm 


4.2 Angles d’azimut des tetes 

Les angles d’azimut des tetes doivent etre conformes au tableau 2. 


Tableau 2 - Angles d’azimut des tetes 



Voie 1 

Voie 2 

Angle d’azimut des tetes audio MF 

-30° ± 30D 

+30° ± 30D 

Angle d'azimut des tetes video 

+6° a ) 

-6° a > 

a) Ces valeurs proviennent de la CEI 60774-1. 


4.3 Difference de temps d’enregistrement 

Les tetes audio MF doivent etre disposees de fagon que le signal audio MF soit enregistre 
dans I’intervalle de difference de temps de deux trames avant que les signaux video ne soient 
enregistres au meme point sur la piste. 


5 Caracteristiques de I’enregistrement 

Les deux voies du signal audio sont enregistrees comme les signaux MF avec des frequences 
de porteuse differentes. Le spectre du signal d’enregistrement est illustre a la figure 3. 
Le schema bloc de ce systeme est presente a la figure 4. 


5.1 Reduction du bruit 


Le codeur de reduction du bruit doit etre compose conformement a la figure 5 et doit etre 
conforme aux caracteristiques precisees ci-dessous: 


- methode de detection: 

- taux de compression: 

- instant d’attaque: 

- temps de recouvrement: 


detection de crete; 
compression logarithmique 2:1; 

3 ms a 10 ms (voir annexe A); 

70 ms avec une tolerance de ±20 % (voir annexe A). 


5.2 Preaccentuation 

Le circuit de preaccentuation doit avoir une reponse en frequence conforme a la figure 2, avec 
les constantes de temps qui suivent: 

- 7"i = 56 ocs avec une tolerance de ±20 %; 

- 72 = 20 ocs avec une tolerance de ±20 %. 
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Table 1 - FM audio track dimensions 



525 line-60 field 

625 line-50 field 

A|, A? 

Min. 0,010 mm 

Min. 0,008 mm 

Max. 0,029 mm 

Max. 0,0245 mm 


4.2 Head azimuth angles 

The head azimuth angles shall be in accordance with table 2. 


Table 2 - Head azimuth angles 



Channel 1 

Channel 2 

FM audio head azimuth angle 

-30° ± 30D 

+30° ± 30D 

Video head azimuth angle 

+6° a > 

-6° a > 

| a) These values are from IEC 60774-1. 


4.3 Recording time difference 

The FM audio heads shall be arranged so that the FM audio signal is recorded within the time 
difference of two fields before the video signal is recorded on the same point of the track. 


5 Recording characteristics 

Two channels of audio signal are recorded as FM signals with different carrier frequencies. The 
recording signal spectrum is shown in figure 3. The block diagram of this system is shown in 
figure 4. 


5.1 Noise reduction 


The noise reduction encoder shall be composed as in figure 5 and shall be in accordance with 
the characteristics given below: 


- detection method: 

- compression ratio: 

- attack time: 

- recovery time: 


peak detection; 

2:1 logarithmic compression; 

3 ms to 10 ms (see annex A); 

70 ms with a relative tolerance of ±20 % (see annex A). 


5.2 Pre-emphasis 

The pre-emphasis circuit shall have a frequency response as given in figure 2, with time 
constants as follows: 


7i = (56 ± 20 %) ocs; 
T 2 = (20 ± 20 %) ocs. 
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5.3 Frequence centrale de la porteuse 

Les frequences centrales de la porteuse doivent etre celles indiquees dans le tableau 3. 


Tableau 3 - Frequences centrales de la porteuse 



525 lignes-60 trames 

625 lignes-50 trames 

Voie G 

1,3 MHz ± 10 kHz 

1,4 MHz ± 10 kHz 

Voie D 

1,7 MHz ± 10 kHz 

1,8 MHz ± 10 kHz 


5.4 Excursion de frequence 

L’excursion de frequence doit etre la suivante: 

- excursion maximale de frequence: ±150 kHz; 

- excursion de frequence d’utilisation: ±50 kHz pour 400 Hz 
(excursion de frequence au niveau de reference). 

5.5 Polarite de la modulation 

La polarite de la modulation des signaux audio des voies de gauche et de droite doit etre la 
meme. 

5.6 Niveau d’enregistrement 

Le signal audio MF doit etre enregistre de fagon que les niveaux de lecture des voies gauche 
et droite soient approximativement egaux et correspondent au niveau maximal apres enregis- 
trement du signal video. 

6 Autres sujets (voie utilisee pour les applications) 

En cas d’enregistrement stereo, la voie utilisee pour I’application du signal audio MF doit etre 
celle illustree par le tableau 4. 


Tableau 4 - Voie utilisee pour les applications 



Enregistrement monaural 

Enregistrement principal - secondaire 

Voie G 

Signal monaural 

Signal principal 

Voie D 

| Signal monaural 

[ Signal secondaire 
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5.3 Carrier centre frequency 

The carrier centre frequencies shall be shown in table 3, below. 


Table 3 - Carrier centre frequencies 


525 line-60 field 

CH-L 1,3 MHz ±10 kHz 

CH-R 1,7 MHz ±10 kHz 


625 line-50 field 

1,4 MHz ± 10 kHz 
1,8 MHz ± 10 kHz 


5.4 Frequency deviation 

Frequency deviation shall be as follows: 

- maximum frequency deviation: ±150 kHz; 

- operating frequency deviation: ±50 kHz at 400 Hz 
(frequency deviation at the reference level). 

5.5 Modulation polarity 

The modulation polarity of CH-L and CH-R audio signals shall be the same. 

5.6 Recording level 

The FM audio signal shall be recorded so that the playback levels of the left and right channels 
will be approximately equal and at a maximum level after the video signal is recorded. 


6 Other subjects (channel application) 

In the case of stereo recording, the channel application of the FM audio signal shall be as 
shown in table 4. 


Table 4 - Channel applications 



Monaural recording 

Main - sub-recording 

CH-L 

Monaural signal 

Main signal 

CH-R 

Monaural signal 

Subsignal 
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Porteuse de la chrominance 

convertie Bande du signal de luminance MF 



Figure 3 - Spectre du signal 


Signaux d’entree audio 



Figure 4 - Schema synoptique du systeme d’enregistrement audio MF 
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Figure 4 - Block diagram of FM audio recording 
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IEC 1727/99 

Figure 5 - Block diagram of noise reduction system 
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Annexe A 

(normative) 

Methode de mesure du codeur transitoire 


Transmission du codeur 


Signal source: 
5 kHz, salve 



IEC 1728/99 


0 dB: correspondant a un ecart maximal de 400 Hz 


Temps d'attaque Temps de recouvrement 



Figure A.1 - Methode de mesure du codeur transitoire 
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Annex A 

(normative) 

Encoder transient measurement method 


Encoder transmission 


Source signal: 

5 kHz, tone burst 



IEC 1728/99 


0 dB: corresponding to 400 Hz maximum deviation 


Attack time Recovery time 



Figure A.1 - Encoder transient measurement method 
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researcher □ 

design engineer □ 

safety engineer □ 

testing engineer □ 

marketing specialist □ 

other. 


Q3 I work for/in/as a: 
(tick all that apply) 


manufacturing □ 

consultant □ 

government □ 

test/certification facility □ 

public utility □ 

education □ 

military □ 

other. 


Q4 This standard will be used for: 
(tick all that apply) 


general reference □ 

product research □ 

product design/development □ 

specifications □ 

tenders □ 

quality assessment □ 

certification □ 

technical documentation □ 

thesis □ 

manufacturing □ 

other. 


Q5 This standard meets my needs: 
(tick one) 


not at all □ 

nearly □ 

fairly well □ 

exactly □ 


Q6 If you ticked NOT AT ALL in Question 5 
the reason is: (tick all that apply) 


standard is out of date □ 

standard is incomplete □ 

standard is too academic □ 

standard is too superficial □ 

title is misleading □ 

I made the wrong choice □ 

other. 


Q7 Please assess the standard in the 
following categories, using 
the numbers: 

(1) unacceptable, 

(2) below average, 

(3) average, 

(4) above average, 

(5) exceptional, 

(6) not applicable 

timeliness. 

quality of writing. 

technical contents. 

logic of arrangement of contents .. 

tables, charts, graphs, figures. 

other. 


Q8 I read/use the: (tick one) 

French text only □ 

English text only □ 

both English and French texts □ 


Q9 Please share any comment on any 
aspect of the IEC that you would like 
us to know: 





















Enquete sur les normes 



La CEI ambitionne de vous offrir les meilleures normes possibles. Pour nous assurer 
que nous continuons a repondre a votre attente, nous avons besoin de quelques 
renseignements de votre part. Nous vous demandons simplement de consacrer un instant 
pour repondre au questionnaire ci-apres et de nous le retourner par fax au 
+41 22 919 03 00 ou par courrier a I’adresse ci-dessous. Merci! 

Centre du Service Clientele (CSC) 

Commission Electrotechnique Internationale 

3, rue de Varembe 
1211 Geneve 20 
Suisse 

ou 

Telecopie: CEI/CSC +41 22 919 03 00 

Nous vous remercions de la contribution que vous voudrez bien apporter ainsi 
a la Normalisation Internationale. 


A Prioritaire 


REPONSE PAYEE 
SUISSE 


Centre du Service Clientele (CSC) 

Commission Electrotechnique Internationale 

3, rue de Varembe 
1211 GENEVE 20 
Suisse 












Q1 Veuillez ne mentionner qu’UNE SEULE 
NORME et indiquer son numero exact: 
(ex. 60601-1-1) 


Q2 En tant qu’acheteur de cette norme, 
quelle est votre fonction? 

(cochez tout ce qui convient) 

Je suis le/un: 


agent d’un service d’achat □ 

bibliothecaire □ 

chercheur □ 

ingenieur concepteur □ 

ingenieur securite □ 

ingenieur d’essais □ 

specialiste en marketing □ 

autre(s). 


Q3 Je travaille: 

(cochez tout ce qui convient) 


dans I’industrie □ 

comme consultant □ 

pour un gouvernement □ 

pour un organisme d’essais/ 
certification □ 

dans un service public □ 

dans I’enseignement □ 

comme militaire □ 

autre(s). 


Q4 Cette norme sera utilisee pour/comme 
(cochez tout ce qui convient) 


ouvrage de reference □ 

une recherche de produit □ 

une etude/developpement de produit □ 

des specifications □ 

des soumissions □ 

une evaluation de la qualite □ 

une certification □ 

une documentation technique □ 

une these □ 

la fabrication □ 

autre(s). 


Q5 Cette norme repond-elle a vos besoins: 
(une seule reponse) 


pas du tout □ 

a peu pres □ 

assez bien □ 

parfaitement □ 


Q6 Si vous avez repondu PAS DU TOUT a 
Q5, c’est pour la/les raison(s) suivantes: 
(cochez tout ce qui convient) 


la norme a besoin d’etre revisee □ 

la norme est incomplete □ 

la norme est trop theorique □ 

la norme est trop superficielle □ 

le titre est equivoque □ 

je n’ai pas fait le bon choix □ 

autre(s). 


Q7 Veuillez evaluer chacun des criteres ci- 
dessous en utilisant les chiffres 

(1) inacceptable, 

(2) au-dessous de la moyenne, 

(3) moyen, 

(4) au-dessus de la moyenne, 

(5) exceptionnel, 

(6) sans objet 

publication en temps opportun. 

qualite de la redaction. 

contenu technique. 

disposition logique du contenu. 

tableaux, diagrammes, graphiques, 

figures. 

autre(s). 


Q8 Je lis/utilise: (une seule reponse) 

uniquement le texte frangais □ 

uniquement le texte anglais □ 

les textes anglais et frangais □ 


Q9 Veuillez nous faire part de vos 

observations eventuelles sur la CEI: 
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